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Message Text 

CONFIDENTIAL 

PAGE 01 WET UNO 1 115 082227Z 

ACTION SY-05 

INFO OCT-01 EA-10 NEA-10 ISO-OO OC-06 CCO-OO OCL-OO 
FBOE-OO A-01 /033 W 

023028 082233Z/15 

O R 060440Z MAR 78 ZDK CITE MVC 124 
FM AMEMBASSY WELLINGTON 
TO AMEMBASSY CANBERRA IMMEDIATE 
INFO SECSTATE WASHDC 5084 
AMEMBASSY BANGKOK 
AMEMBASSY DACCA 
AMCONSUL HONG KONG 
AMEMBASSY MANILA 

CONFIDENTIAL WELLINGTON 01115 

DEPT. FOR SY/OPS/T; DACCA FOR OIC/RTC; CANBERRA FOR 
HIMMELBERGER; BANGKOK FOR BEAUDOIN; MANILA FOR ATO AND 
TSO BRANDT; HONG KONG FOR RTC/RSS 

EO 11652: GDS 

TAGS: ASEC, AFAC, ABLD 

SUBJECT: CCC INSTALLATION AND REPAIR WORK 

REF: PORT MORESBY 0316 

REFTEL PARA 3A, POST HAS NOT RECEIVED UNIT, WILL 
TELEGRAPH WASHINGTON FOR ETA. HOWEVER, THE TWO WATER 
PUMPS INSTALLED (3/1) APPEAR TO HAVE RESOLVED THE 
PROBLEM IN THE CCC AREA. PRESENT TEMPERATURE READING 
IS A STEADY 70 DEGREES. THE REPLACEMENT UNIT TSF-081C 
INSTALLATION MAY NOT BE NECESSARY. 

3B ALL ELECTRICAL PARTS WILL BE FURNISHED. THE ONLY 
REQUIRED WORK NECESSARY IS CONNECTING PREWIRE TO THE 
THERMOSTAT. JOB TIME, TWO DAYS MAX. 

CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 WF.TJ.TNOI 115 082227Z 

3D - FAN COIL UNIT FOR ACR ROOM (228) WILL BE INSTALLED 
BY CONTRACTOR. 

3E/F - POST WILL PROCURE MATERIALS REQUESTED. SELDEN 
NOTE BY OC/T: TELEGRAM DELAYED IN TRANSMISSION. 
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